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PASADENA   COMMUNITY  CHURCH 
St.  Petersburg,  Florida  33707 

Built  in  1959-60  the  sanctuary  seats  2006  persons. 
Capacity  of  the  choir  loft  is  300,  behind  which  is 
a  4000  pipe  Moller  Organ.  Eighteen  acres  provide 
parking  for  3500  cars. 
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